SHRINE  OF  OUR  LADY  OF  THE  SNOWS 
BELLEVILLE,  ILL.,  62223 

The  focal  point  of  the  Outdoor  Altar  is  the 
16-foot  statue  of  Our  Lady  of  the  Snows.  The 
statue  is  in  the  shape  of  a  calla  lilly  and  is 
mounted  against  a  tongue  of  flame.  The  altar 
table  is  made  of  black  marble  inlaid  with  gold 
mosaics. 
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